GREB 
Automatic Grip E8 
Special Extractor 
FOR REMOVING 


Tapered Roller Bearing 
Sleeves or Cups 


POSITIVE GRIP 
POWERFUL 
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GREB E8 SPECIAL Three Arm Extractor is designed 
for Heavy Duty work. Shipping weight 49 lbs. 


Price $24.00. 


DIRECTIONS—First remove top nut and take off 
frame stand; then back off locking nut so the Sub Frame 
will slide up on screw enough to allow hooks to pass 
through part to be extracted, then pull up on the screw, 
which will force the hooks behind the part. Next tighten 
lock nut. This will lock the Extractor while stand is 
placed in position and top nut tightened. 
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Description of GREB E8 Special Extractor Parts 


Symbal NAME OF ARTICLE Price 
Number 

ES81 Frame Stand $7.00 
ES82 Frame Legs (one) 1.75 
ES83 Sub Frame 5.50 
ES84 Small Frame 2.75 
ES85 Large Cone 4.75 
ES86 Medium Cone 3.00 
ES87 Small Cone 2.00 
ES88 Large Hooks (Set of 3) 5.00 
ES89 Smali Hooks (Set of 2) 2.50 
ES810 Screw 4.00 
ES811 Top or Pulling Nut 5 
ES812 Locking Nut 50 
ES813 Wing Nut (Thrd. 1%” - 13) -10 
ES814 Pin -10 
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POWERFUL PULLING PULLERS 
THE GREB COMPANY 


Printed in U. S. A. 


GREB 
Automatic Grip 
Puller No. 1X 


“The Harder the Pull, the 
Tighter the Grip.” 


POSITIVE GRIP 
CANNOT UNHOOK 
DURABLE — EFFICIENT. 


SPEEDY — SAFE 
SURE — RELIABLE 


Combination two and three way Puller. 
Has two sets of jaws, three to a set, and can 
be assembled as.a “‘two jaw’ Puller with jaws 
placed opposite. 


Greb No. 1X Puller is built for “Heavy 
Duty” work and Tough Service. Powerful 
Automatic Jaws grip work securely—centre 
themselves—a One Man Puller. Has locking 
device. Indispensable as a Time Saver. 


No. 1X has a range from |” to 17”, with screw 134” 
diam., 14” long. Shipping weight 40 Ibs. Price $24.00. 


Description of GREB No. 1X Puller Parts 


Symbal NAME OF ARTICLE Price 
Number 

PX1 Frame $9.50 
PX2 Center Body 8.50 
PX10 Short Jaw (Set of 3) 7.50 
PX11 Long Jaw (Set of 3) 9.00 
PX3 (Screw 114” diam.) 5.00 
PX4 Locking Device 45 
PX5 Pin 10 
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